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Amperometric Bienzymic Sensor for Aspartame, 487 

Fabrication of an Amperometric Biosensor Based on the Immobilization 
of Glucose Oxidase in a Modified Molecular Sieve Matrix, 821 

Bioelectrochemical Determination of Citric Acid in Real Samples Using 
a Fully Automated Flow Injection Manifold, 1101 

Microbial Detection by a Glucose Biosensor Coupled to a Microdialysis 
Fibre, 1125 

Biosensor for Neurotransmitter .-Glutamic Acid Designed for Efficient 
Use of .-Glutamate Oxidase and Effective Rejection of Interference. 
1419 

Flow-injection Detector Incorporating a Screen-printed Disposable 
Amperometric Biosensor for Monitoring Organophosphate Pesticides, 
1425 

Reagentless Amperometric Determination of Hydrogen Peroxide by 
Silica Sol-Gel Modified Biosensor, 1431 

Self-assembled Monolayers for Biosensors, 43R 


BIPYRIDINE 

Surface-enhanced Raman Scattering Observations on Bipyridine, 
Phthalimide, Phenylethylamine and Theobromine by Using a Fine 
Silver Particle -doped Cc ‘ellulose Gel Film, 941 


BLEOMYCIN 


Adsorptive Stripping Voltammetry of Bleomycin, 991 


BLOOD 

Determination of Antimony in Urine, Blood and Serum and in Liver and 
Lung Tissues of Infants by Inductively Coupled Plasma Mass 
Spectrometry, 1323 


BRASS 

Flow Injection Photometric Determination of Zinc and Copper With 
Zincon Based on the Variation of the Stability of the Complexes With 
pH, 1045 

BRINE 

Determination of Iodide in Brines by Membrane Permeation Flow 
Injection Analysis, 1235 


CADMIUM 

Determination of Cadmium in Environmental Samples by Hydride 
Generation with /n Sit# Concentration and Atomic Absorption 
Detection, 331 

Simultaneous Determination of Nickel, Cobalt, Cadmium, Lead and 
Copper by Adsorptive Voltammetry Using 
1-Phenylpropane- | -pentylsulfonylhydrazone-2-oxime as a Chelating 
Agent, 597 

Fully Automatic On-line Separation Preconcentration System for 
Electrothermal Atomic Absorption Spectrometry: Determination of 
Cadmium and Lead in Sea-water, 679 
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Determination of Zinc, Cadmium and Lead in Untreated Sugar Samples 
by Anodic Stripping Voltammetry, 727 

Modelling of Cadmium(u) Species Formed With 
N.N’-Bis(2-py ridylmethyl)- 1,2-diaminoethane and Optimisation of 
Stability Constants by the Use of Polarographic Complex Formation 
Curves for Labile Metal—Ligand Systems, 827 

Determining Cadmium in Marine Sediments by Inductively Coupled 
Plasma Mass Spectrometry: Attacking the Problems or the Problems 
With the Attack?, 1207 


CAESIUM 

Determination of Strontium-90 in Environmental Samples Containing 
Thorium, 1313 

CAFFEINE 

Clean Method for the Simultaneous Determination of Propyphenazone 
and Caffeine in Pharmaceuticals by Flow Injection Fourier Transform 
Infrared Spectrometry, 441 


CALCIUM 

Determination of Ultratrace Amounts of Metallic and Chioride lon 
Impurities in Organic Materials for Microelectronics Devices After a 
Microwave Digestion Method, 129 

Simultaneous Spectrophotometric Determination of Calcium and 
Magnesium in Mineral Waters by Means of Multivariate Partial 
Least-squares Regression, 639 

Optimization of a Flow Injection Differential Potentiometric System 
With Two Identical Electrodes for the Determination of Calcium lon 
in Water With Improved Sensitivity, 1435 


CALCIUM CARBONATE POLYMORPHS 
Quantitative Analysis of Sulfated Calcium Carbonates Using Raman 
Spectroscopy and X-ray Powder Diffraction, 33 


CALIBRATION 

Simultaneous Determination of the Colorants Sunset Yellow FCF and 
Quinoline Yellow by Solid-phase Spectrophotometry Using Partial 
Least Squares Multivariate Calibration, 351 

Individual Kinetic Determinations Using Partial Least Squares 
Calibration, 519 

Calibration of Gas Chromatography—Mass Spectrometry of 
Two-component Mixtures Using Univariate Regression and Two- and 
Three-Way Partial Least Squares, 631 

Simultaneous Determination of Potassium and Sodium by Optode 
Spectra and an Artificial Neural Network Algorithm, 657 

Santiagoes for Constructing the Calibration Set in the Determination of 
Active Principles in Pharmaceuticals by Near Infrared Diffuse 
Reflectance Spectrometry, 761 

Application of Partial Least Squares Multivariate Calibration to 
lriphenyltin Determination in Sea-water With Excitation—Emission 
Matrix Fluorescence, 1293 

Multilevel Multifactor Designs for Multivariate, 1521 

Extraction of Sunset Yellow and Tartrazine by lon-pair Formation With 
Adogen-464 and Their Simultaneous Determination by Bivariate 
Calibration and Derivative Spectrophotometry, 1575 


CAPILLARY ELECTROCHROMATOGRAPHY 
Step-gradient Capillary Electrochromatography, 1087 


CAPILLARY ELECTROPHORESIS 

Determination of Lactic Acid and Poly(lactic acid)s in a Dermatological 
Formulation by Capillary Electrophoresis, 709 

Simultaneous Determination of Products and Intermediates of .-Dopa 
Oxidation Using Capillary Electrophoresis With Diode-array 
Detection, 797 

Capillary Electrophoresis Detector Using a Light Emitting Diode and 
Optical Fibres, 949 

Speciation of Selenium and Arsenic Compounds by Capillary 
Electrophoresis With Hydrodynamically Modified Electroosmotic 
Flow and On-line Reduction of Selenium(v:) to Selenium(iv) With 
Hydride Generation Inductively Coupled Plasma Mass Spectrometric 
Detection, 1057 

On-column Indirect Photothermal Interference Detection for Capillary 
Zone Electrophoresis, 1089 

Separation of Divalent Aromatic Anions by Capillary Zone 
Electrophoresis Using Multipoint lon Association With Divalent 
Quaternary Ammonium Ions, 1387 

Preparation of a Macrocyclic Polyamine-bonded Column for the 
Electrophoretic Separation of Inorganic and Organic Anions, 1393 

Simple Sheath Flow Reactor for Post-column Fluorescence 
Derivatization in Capillary Electrophoresis, 1581 

CARBAMATE 

Spectrophotometric Determination of Carbamate Pesticides With 
Diazotized Trimethylaniline in a Micellar Medium of Sodium Dodecy! 
Sulfate, 459 

CARBON 

Ozone Degradation of Residual Carbon in Biological Samples Using 
Microwave Irradiation, 211 

Integrated Automatic Determination of Nitrate, Ammonium and Organic 
Carbon in Soil Samples, 309 

CAROTENOID 

Bixin and Norbixin in Human Plasma: Determination and Study of the 
Absorption of a Single Dose of Annatto Food Color, 977 
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CASEIN 
Fourier Transform Infrared Spectrometric Method for the Rapid 
Determination of Casein in Raw Milk, 701 
CATALYSIS 
Study of a Lanthanide Fluorescence System With a Coupled Reaction 
Based on Hemin Catalysis, 455 
Selective Photometric Determination of Peroxycarboxylic Acids in the 
Presence of Hydrogen Peroxide, 567 
Sorption—Catalytic Determination of Manganese Directly on a 
Paper-based Chelating Sorbent, 1161 
CATALYST 
Coupling Diffuse Reflectance Fourier Transform Infrared Spectrometry 
With Gas Chromatography (DRIFT-—GC): a High-performance 
Coupled Technique for Catalyst Characterization, 279 
CATHODIC-STRIPPING VOLTAMMETRY 
Cathodic Stripping Voltammetric Determination of Doxazosin in Urine 
and Pharmaceutical Tablets Using Carbon Paste Electrodes, 849 
CATION 
Applicability of a Sol-Gel Derived CeO,-TiO,» Thin Film Electrode as 
an Amperometric Sensor in Flow Injection, 371 
CEMENT 
A DANREF Certified Reference Material for Chromate in Cement, 1155 
CERIUM OXIDE 
Determination of Trace Amounts of Rare Earth Elements in High-purity 
Cerium Oxide by Inductively Coupled Plasma Mass Spectrometry 
After Separation by Solvent Extraction, 543 
CERTIFIED REFERENCE MATERIALS 
A DANREF Certified Reference Material for Chromate in Cement, 1155 
CHELATING AGENT 
Simultaneous Determination of Nickel, Cobalt, Cadmium, Lead and 
Copper by Adsorptive Voltammetry Using 
|-Phenylpropane- |-pentylsulfonylhydrazone-2-oxime as a Chelating 
Agent, 597 
CHELATING SORBENT 
Sorption—Catalytic Determination of Manganese Directly on a 
Paper-based Chelating Sorbent, 1161 
CHEMICAL IONIZATION 
Use of Chemical Ionization in Multianalysis Gas and Liquid 
Chromatography Combined With a Single Mass Spectrometer for the 
Ultra-trace Level Determination of Microcontaminants in Aqueous 
Samples, 1497 
CHEMICAL MODIFIER 
Catalytic Oxidation of Uric Acid at the Polyglycine Chemically Modified 
Electrode and its Trace Determination, 839 
CHEMILUMINESCENCE 
Chemiluminescence Determination of Tiopronin by Flow Injection 
Analysis Based on Cerium(iv) Oxidation Sensitized by Quinine, 103 
Chemiluminescence Flow System for Vanadium(v) With Immobilized 
Reagents, 685 
Simultaneous Determination of Oxalic and Tartaric Acid With 
Chemiluminescence Detection, 1343 
CHEMOMETRICS 
Phosphorimetric Determination of Dipyridamole in Pharmaceutical 
Preparations, 253 
Five-way ANOVA Interaction Analysis of the Selective Extraction of 
Carbaryl, Pirimicarb and Aldicarb From Soils by Supercritical Fluid 
Extraction, 303 
Handling False Negatives, False Positives and Reporting Limits in 
Analytical Proficiency Tests, 495 
Determination of Trace Metal Distributions in the Iron Oxide Phases of 
Red Bed Sandstones by Chemometric Analysis of Whole Rock and 
Selective Leachate Data, 501 
Comparison of Chemometric Methods: Derivative Ratio Spectra and 
Multivariate Methods (CLS, PCR and PLS) for the Resolution of 
Ternary Mixtures of the Pesticides Carbofuran Carbaryl and 
Phenamifos After Their Extraction into Chloroform, 513 
Visualisation of Confidence in Two-factor Designs Where Model, 
Replication and Star Points are Varied, 621 
Calibration of Gas Chromatography—Mass Spectrometry of 
Two-component Mixtures Using Univariate Regression and Two- and 
hree-Way Partial Least Squares, 631 
Wavelet Denoising of Infrared Spectra, 645 
Multivariate Statistical Process Control Applied to Sul 
by Sequential Injection Aanalysis, 737 
Determination of Finishing Oils in Acrylic Fibres by Near-infrared 
Reflectance Spectrometry, 777 
Evaluation of Parallel Factor Analysis for the Resolution of Kinetic Data 
by Diode-array High-performance Liquid Chromatography, 871 
Raman Spectral Estimation via Fast Orthogonal Search, 879 
Monitoring of Impurities Using High-performance Liquid 
Chromatography With Diode-array Detection: Eigenvalue Plots of 
Partially Overlapping Tailing Peaks, 1007 
Cross-validatory Selection of Test and Validation Sets in Multivariate 
Calibration and Neural Networks as Applied to Spectroscopy, 1015 
2\*~P? Fractional Factorial Design via Fold Over: Application to 
Optimization of Novel Multicomponent Vesicular Systems, 1023 


ite Determination 


Measurement of Trace Element Distributions in Soils and Sediments 
Using Sequential Leach Data and a Non-specific Extraction System 
With Chemometric Data Processing, 1211 

GeoPT—A Proficiency Test for Geoanalysis, 1249 

Homogeneity of Reference Materials, 1289 

Optimization of a Flow Injection Differential Potentiometric System 
With Two Identical Electrodes for the Determination of Calcium lon 
in Water With Improved Sensitivity, 1435 

Application of Chemometrics to the Identification of Trends in 
Polynuclear Aromatic Hydrocarbons and Alkanes in Air Samples From 
Oporto, 1509 

Multilevel Multifactor Designs for Multivariate, 1521 

Method of Wavelength Selection for Partial Least Squares, 1531 

CHLOROPHYLL 

Evaluation of Parallel Factor Analysis for the Resolution of Kinetic Data 
by Diode-array High-performance Liquid Chromatography, 871 


CHROMATE 
A DANREF Certified Reference Material for Chromate in Cement, 1155 


CHROMATOGRAPHY 

Enzyme Immunoaffinity Chromatography—A Rapid Semi-quantitative 
Immunoassay Technique for Screening the Presence of [soproturon in 
Water Samples, 481 

Determination of Acetic and Formic Acid in Lead Corrosion Products by 
lon-exchange Chromatography, 1517 

CHROMIUM 

Determination and Characterisation of Copper, Chromium and Arsenic in 
Chromated Copper Arsenate (CCA) Treated Wood and Its Pyrolysis 
Residues by Inductively Coupled Plasma Mass Spectrometry, 695 

Speciation Analysis of Chromium Using Cryptand Ethers, 899 

Determination of Hexavalent Chromium in Industrial Hygiene Samples 
Using Ultrasonic Extraction and Flow Injection Analysis, 1307 

CHRONOPOTENTIOMETRY 

Measurement of Copper in Sea-water by Constant Current Stripping 
Analysis (CCSA) With a Rotating Gold Disk Electrode, 1593 

CITRATE 

Simultaneous Kinetic Method for the Determination of Vitamin C, 
Citrate and Oxalate Employing the Kalman Filter, 1601 

CITRIC ACID 

Bioelectrochemical Determination of Citric Acid in Real Samples Using 
a Fully Automated Flow Injection Manifold, 1101 


CLINICAL 

Detection and Analysis of the Growth Characteristics of Proteus vulgaris 
With a Bulk Acoustic Wave Ammonia Sensor, 179 

Quality and Accreditation in Clinical Chemistry Laboratories Analysis in 
the National Health Service, 297 

Automated Monosegmented Flow Analyser. Determination of Glucose, 
Creatinine and Urea, 1039 


COAL 

Speciation Analysis of Chromium Using Cryptand Ethers, 899 

Determination of Mercury in Coal Using Radiochemical Neutron 
Activation Analysis, 1261 

Two New Multi-element Reference Materials of Coal Ash Composition, 
1275 

COBALT 

Simultaneous Automatic Determination of Trace Amounts of Copper and 
Cobalt by Use of a Flow-through Sensor and First-derivative 
Spectrometry, 85 

Spectrophotometric Determination of Cobalt(u) Using the Chromogenic 
Reagent 4,4’-Diazobenzenediazoaminoazobenzene in a Micellar 
Surfactant Medium, 263 

Macrocycle Based Membrane Sensors for the Determination of Cobalt(1) 
lons, 583 

Simultaneous Determination of Nickel, Cobalt, Cadmium, Lead and 
Copper by Adsorptive Voltammetry Using 
1-Phenylpropane- | -pentylsulfonylhydrazone-2-oxime as a Chelating 
Agent, 597 

Potentiometric Investigations of Nickel, Iron and Cobalt Interferences in 
the Generation of Selenium Hydride by Sodium Tetrahydroborate(m), 
1559 

COLORIMETRY 

Automated Colorimetric Determination of A chromobacter lyticus 
Protease Activity in Fermentation Samples Using 
Tos—Gly—Pro—Lys-—pNA as a Chromogenic Substrate, 169 

Enzyme Immunoaffinity Chromatography—A Rapid Semi-quantitative 
Immunoassay Technique for Screening the Presence of Isoproturon in 
Water Samples, 481 

COMPARABILITY 

Comparability and Traceability in Analytical Measurements and 
Reference Materials, 1201 

COPPER 

Determination of Lead and Copper in Wine by Anodic Stripping 
Voltammetry With Mercury Microelectrodes: Assessment of the 
Influence of Sample Pretreatment Procedures, | 

Simultaneous Automatic Determination of Trace Amounts of Copper and 
Cobalt by Use of a Flow-through Sensor and First-derivative 
Spectrometry, 85 
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Potentiometric Differential Microdetector With Interchange Solid 
Membranes Used in Flow Injection Analysis, 107 

Simultaneous Determination of Nickel, Cobalt, Cadmium, Lead and 
Copper by Adsorptive Voltammetry Using 
1-Phenylpropane- |-pentylsulfonylhydrazone-2-oxime as a Chelating 
Agent, 597 

Determination and Characterisation of Copper, Chromium and Arsenic in 
Chromated Copper Arsenate (CCA) Treated Wood and Its Pyrolysis 
Residues by Inductively Coupled Plasma Mass Spectrometry, 695 

Flow-through Cell Based on an Array of Gold Microelectrodes Obtained 
From Modified Integrated Circuit Chips, 843 

Flow Injection Photometric Determination of Zinc and Copper With 
Zincon Based on the Variation of the Stability of the Complexes With 
pH, 1045 

Streamlined Atomic Absorption Procedures for Copper Exploration and 
Mining, 1265 

Measurement of Copper in Sea-water by Constant Current Stripping 
Analysis (CCSA) With a Rotating Gold Disk Electrode, 1593 

COULOMETRY 

Potentiometric and Coulometric Titration of 6-Propyl-2-Thiouracil, 491 

CREATININE 

Automated Monosegmented Flow Analyser. Determination of Glucose, 
Creatinine and Urea, 1039 

CYANIDE 

Assessment of Different Fluorimetric Reactions for Cyanide 
Determination in Flow Systems, 553 

Optimisation of the Experimental Conditions of a New Method, Based on 
a Quartz Crystal Microbalance, for the Determination of Cyanide, 
1139 


CYCLIC VOLTAMMETRY 

Catalytic Oxidation of Uric Acid at the Polyglycine Chemically Modified 
Electrode and its Trace Determination, 839 

Characterization of Polymer Films of Pyrrole Derivatives for Chemical 
Sensing by Cyclic Voltammetry, X-ray Photoelectron Spectroscopy 
and Vapour Sorption Studies, 1129 

Mechanism of Electrochemical Solvent Extraction of Divalent Metal lons 
With Quinolin-8-ol, 1597 

CYCLODEXTRIN 

Spectrofluorimetric Study of the Effects of Cyclodextrins on the 
Acid-Base Equilibria of Harmine and Harmane, 45 

Multiple Complex Formation of Unstable Compounds with 
Cyclodextrins: Efficient Determination and Evaluation of the Binding 
Constant With Improved Kinetic Studies, 377 

Correlation Between Inclusion Formation Constant and Distribution 
Coefficient in a Liquid—Liquid Extraction System Consisting of 
Hydrocarbon Solvents and Aqueous Dimethyl Sulfoxide Solutions of 
f-Cyclodextrin, 903 


DATA ANALYSIS 
Data Analysis Using the Internet: the World Wide Web Scanning Probe 
Microscopy Data Analysis System, 1001 


DATA SMOOTHING 

Comparison of Data Smoothing Techniques as Applied to Electrothermal 
Atomic Absorption Spectrometry, 1331 

DERIVATIVE SPECTROPHOTOMETRY 

Simultaneous Determination of Ethinylestradiol and Levonorgestrel in 
Oral Contraceptives by Derivative Spectrophotometry, 41 

Simultaneous Automatic Determination of Trace Amounts of Copper and 
Cobalt by Use of a Flow-through Sensor and First-derivative 
Spectrometry, 85 

Comparison of Chemometric Methods: Derivative Ratio Spectra and 
Multivariate Methods (CLS, PCR and PLS) for the Resolution of 
Ternary Mixtures of the Pesticides Carbofuran Carbaryl and 
Phenamifos After Their Extraction into Chloroform, 513 

Extraction of Sunset Yellow and Tartrazine by lon-pair Formation With 
Adogen-464 and Their Simultaneous Determination by Bivariate 
Calibration and Derivative Spectrophotometry, 1575 

DERIVATIZATION 

High-performance Liquid Chromatogr Determination of Some 
Amino Acids After Derivatization With 2-Hydroxy-|-naphthaldehyde, 
147 

Application of Tryptamine as a Derivatizing Agent for the Determination 
of Aisbome Isocyanates. Part 7. Selection of Impinger Solvents and 
the Evaluation Against Dimethyl Sulfoxide Used in US NIOSH 

egulatory Method 5522, 321 

Derivatization of Amphetamine and Methamphetamine With 
1 .2-Naphthoquinone 4-Sulfonic Acid Into Solid-phase Extraction 
Cartridges. Determi ination of Amphetamine in Pharmaceutical and 
Urine Samples, 67 

Effect of the Sebstionent Group at the Isothiocyanate Moiety of Edman 
Reagents on the Racemization and Fluorescence Intensity of Amino 
Acids Derivatized With 2,1,3-Benzoxadiazoly! Isothiocyanates, 931 

Enantiomeric Separation and Sensitive Detection of Propranolol, 
Metoprolol and Atenolol Derivatized With a Fluorogenic Reagent, 
amino-7-N.N- 
dimethylaminosulfonyl-2 13 3-benzoxadiazole (DBD-COC}), on 
Cellulose Chiral Columns in the Reversed- phase Mode, 1365 
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Simple Sheath Flow Reactor for Post-column Fluorescence 
Derivatization in Capillary Electrophoresis, 1581 

DIFFERENTIAL POTENTIOMETRIC DETECTION 

Optimization of a Flow Injection Differential Potentiometric System 
With Two Identical Electrodes for the Determination of Calcium lon 
in Water With Improved Sensitivity, 1435 


DIFFERENTIAL-PULSE POLAROGRAPHY 
Modelling of Cadmium(u) Species Formed With 
and Optimisation of 
Stability Constants by the Use of Polarographic Complex Formation 


Curves for Labile Metal—Ligand Systems, 827 
DIFFERENTIAL-PULSE VOLTAMMETRY 


Use of a Bentonite-modified Carbon Paste Electrode for the 
Determination of Some Phenols in a Flow System by 
Differential-pulse Voltammetry, 601 


DIGESTION 

Enzymic Digestion—High-pressure Homogenization Prior to Slurry 
Introduction Electrothermal Atomic Absorption Spectrometry for the 
Determination of Selenium in Plant and Animal Tissues, 13 


DIODE-ARRAY DETECTION 

Simultaneous Determination of Products and Intermediates of .-Dopa 
Oxidation Using Capillary Electrophoresis With Diode-array 
Detection, 797 

Evaluation of Parallel Factor Analysis for the Resolution of Kinetic Data 
by Diode-array High-performance Liquid Chroma 871 

Monitoring of Impurities Using High-performance Liquid 
Chromatography With Diode-array Detection: E igenvalue Plots of 
Partially Overlapping Tailing Peaks, 1007 

On-line Trace Level Determination of Polar Organic Microcontaminants 
in Water Using Various Pre-column—Analytical Column Liquid 
Chromatographic Techniques With Ultraviolet Absorbance and Mass 
Spectrometric Detection, 1371 

DIPHENYLHEXATRIENE 

Spectral Properties of a Fluorescent Probe, 
all-trans- 1.6- Dipheny]-!,3,5-hexatriene. Solvent and Temperature 
Effects, 783 

DISTRIBUTION COEFFICIENT 

Correlation Between Inclusion Formation Constant and Distribution 
Coefficient in a Liquid—Liquid Extraction System Consisting of 
Hydrocarbon Solvents and Aqueous Dimethy! Sulfoxide Solutions of 
f-Cyclodextrin, 903 

DISTRIBUTION EQUILIBRIUM 

Effect of Aromatic Solvents Dissolved in an Aqueous Phase on lon-pair 
Solid-phase Extraction, 1319 


DOPA 

Flow Injection Spectrophotometric Determination of .-Dopa and 
Carbidopa in Pharmaceutical Formulations Using a Crude Extract of 
Sweet Potato Root [/pomoea batatas (L.) Lam.| as Enzymatic Source, 
345 

DOXAZOSIN 

Cathodic Stripping Voltammetric Determination of Doxazosin in Urine 
and Pharmaceutical Tablets Using Carbon Paste Electrodes, 849 


DRUG 

Simultaneous Determination of Ethinylestradiol and Levonorgestrel in 
Oral es by Derivative Spectrophotometry, 41 

Optical Chemical Sensors for Pharma ceutical Analysis Using 
1 .4-Bis(1,3-benzoxazol-2-yl)benzene as Sensing Material, 69 

Chemiluminescence Determination of Tiopronin by Flow Injection 
Analysis Based on Cerium(iv) Oxidation Sensitized by Quinine, 103 

Direct Determination of Amiloride in Urine Using Isopotential 
Fluorimetry, 247 

Application of Oscillating Reaction-based Determinations to the Analysis 
of Real Samples, 28 

Flow Injection Spectrophotometric Determination of .-Dopa and 
Carbidopa in Pharmaceutical Formulations Using a Crude Extract of 
Sweet Potato Root [/pomoea batatas (L.) Lam.| as Enzymatic Source, 
345 

Multiple Complex Formation of Unstable Compounds with 
Cyclodextrins: Efficient Determination and Evaluation of the Binding 
Constant With improved Kinetic Studies, 377 

Clean Method for the Simult: neous Determination of Propyphenazone 
and Caffeine in Pharmaceuticals by Flow Injection Fourier Transform 
Infrared Spectrometry, 441 

Determination of Disodium Cromoglycate in Human Urine by 
High-performance Liquid Chromatogra phy With Post-column 
*hotoirradiation—Fluorescence Detection, 715 

Infrared Discrimination of Enantiomerically Enriched and Racemic 
Samples of Methamphetamine Salts, 755 

On-line Derivatisation in Combined High-performance Liquid 
Chromatography—Gas Chromato graphy—Mass Spectrometry, 955 

Determination of Dimetridazole in Poul try Tissues and Eggs Using 
Liquid Chromatography—Thermospray Mass Spectrometry, 963 

Determination of Thyreostats in Thyroid and Urine Using 
High-performance Liquid C hromatography—Atmospheric Pressure 
Chemical lonisation Mass Spectrometry, 967 

Determination of the Quaternary Ammonium Compounds Dequalinium 
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and Cetylpyridinium Chlorides in Candy-based Lozenges by 
High-performance Liquid Chromatography, 973 

The Effect of Cooking on Veterinary Drug Residues in Food. Part 8. 
Benzylpenicillin, 1095 

Highly Selective lodide Poly(vinyl chloride) Membrane Electrode Based 
on a Nickel(u) Tetraazaannulene Macrocyclic Complex, 1143 

Enantiomeric Separation and Sensitive Detection of Propranolol, 
Metoprolol and Atenolol Derivatized With a Fluorogenic Reagent, 
)amino-7-N N- 
(DBD-COC1), on 
Cellulose Chiral Columns in the Reversed-phase Mode, 1365 

Determination of Trimethoprim in Tissues Using Liquid 
Chromatography—Thermospray Mass Spectrometry, 1379 

Direct On-filter Immunoassay of Some f-Lactam Antibiotics for Rapid 
Analysis of Drug Captured From the Workplace Atmosphere, 1505 

Tutorial Review—Liquid Chromatographic Determination Using 
Lanthanides as Time-Resolved Luminescence Probes for Drugs and 
Xenobiotics: Advantages and Limitations, S9R 

Tutorial Review, 83R 

DUST 

Allowing for Trace Uranium Leaching From Glass Fibre Filters During 
Sample Dissolution, 1553 

DYE 

Extraction of Sunset Yellow and Tartrazine by lon-pair Formation With 
Adogen-464 and Their Simultaneous Determination by Bivariate 
Calibration and Derivative Spectrophotometry, 1575 

EIGENVALUES 

Monitoring of Impurities Using High-performance Liquid 
Chromatography With Diode-array Detection: Eigenvalue Plots of 
Partially Overlapping Tailing Peaks, 1007 

ELECTROCHEMICAL DETECTION 

Electrochemical Detection of African Swine Fever Virus in Pig Serum 
With a Competitive Separation Flow Injection Analysis-immunoassay, 
155 

Catalytic Oxidation of Uric Acid at the Polyglycine Chemically Modified 
Electrode and its Trace Determination, 839 

Determination of Ascorbic Acid in Foodstuffs by Microdialysis Sampling 
and Liquid Chromatography With E lectrochemical Detection, 1153 


ELECTROCHEMISTRY 

Overoxidized Poly { } -coated 
Platinum Electrodes for Selective Detection of Catecholamine 
Neurotransmitters, 981 

Comparison of the Gold Reduction and Stripping Processes at Platinum, 
Rhodium, Iridium, Gold and Glassy Carbon Micro- and Macrodisk 
Electrodes, 1147 

Study of the Factors Affecting Mass Transport in Electrochemical Gas 
Sensors, 1411 

Self-assembled Monolayers for Biosensors, 43R 

ELECTRODE 

Determination of Ammonia in Waste Waters by a Differential pH 
Method Using Flow Injection Potentiometry and a Nonactin-Based 
Sensor, 89 

Potentiometric Differential Microdetector With Interchange Solid 
Membranes Used in Flow Injection Analysis, 107 

Applicability of a Sol-Gel Derived CeO,—-TiO> Thin Film Electrode as 
an Amperometric Sensor in Flow Injection, 371 

Macrocycle Based Membrane Sensors for the Determination of Cobalt(i) 
lons, 583 

Monitoring of Engine Oil Degradation by Voltammetric Methods 
Utilizing Disposable Solid Wire Microelectrodes, 593 

Use of a Bentonite-modified Carbon Paste Electrode for the 
Determination of Some Phenols in a Flow System by 
Differential-pulse Voltammetry, 601 

Cathodic Stripping Voltammetric Determination of Doxazosin in Urine 
and Pharmaceutical Tablets Using Carbon Paste Electrodes, 849 

Overoxidized Poly } -coated 
Platinum Electrodes for Selective Detection of Catecholamine 
Neurotransmitters, 98 | 

Amperometric Determination of Hydrogen Peroxide with a Manganese 
Dioxide-modified Carbon Paste Electrode Using Flow Injection 
Analysis, 985 

Highly Selective lodide Poly(vinyl chloride) Membrane Electrode Based 
on a Nickel(u) Tetraazaannulene Macrocyclic Complex, 1143 

Comparison of the Gold Reduction and Stripping Processes at Platinum, 
Rhodium, Iridium, Gold and Glassy Carbon Micro- and Macrodisk 
Electrodes, 1147 

On-line Microdistillation-based Preconcentration Technique for 
Ammonia Measurement, 1549 

Measurement of Copper in Sea-water by Constant Current Stripping 
Analysis (CCSA) With a Rotating Gold Disk Electrode, 1593 

ELECTRON 

Flow-injection Detector Incorporating a Screen-printed Disposable 
Amperometric Biosensor for Monitoring Organophosphate Pesticides, 
1425 


ELECTROPHORESIS 
Electrophoretic Mobility Study of lon Association Between Aromatic 
Anions and Quaternary Ammonium Ions in Aqueous Solution, 57 


ELECTROSPRAY 

Determination of Complex Mixtures of Airborne Isocyanates and 
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On-line Derivatisation in Combined High-performance Liquid 
Chromatography—Gas Chromatography—Mass Spectrometry, 955 

Determination of Dimetridazole in Poultry Tissues and Eggs Using 
Liquid Chromatography—Thermospray Mass Spectrometry, 963 

Determination of Thyreostats in Thyroid and Urine Using 
High-performance Liquid Chromatography—Atmospheric Pressure 
Chemical lonisation Mass Spectrometry, 967 

Determination of Aluminium-26 in Biological Materials by Accelerator 
Mass Spectrometry, 1049 

Speciation of Selenium and Arsenic Compounds by Capillary 
Electrophoresis With Hydrodynamically Modified Electroosmotic 
Flow and On-line Reduction of Selenium(vi) to Selenium(iv) With 
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MUSSEL 

Determination of Trace Amounts of Vanadyl Porphyrin in Marine Mussel 
Tissues by High-performance Liquid Chromatography With Both 
Ultraviolet/Visible and Inductively Coupled Plasma Atomic Emission 
Spectrometric Detection, 1069 

Long-term Monitoring of Polycyclic Aromatic Hydrocarbons in Mussels 
(Mytilus edulis) Following the Braer Oil Spill, 1491 

NAPHTHA 

Analysis of Metals in Condensates and Naphtha by Inductively Coupled 
Plasma Mass Spectrometry, 1229 

NEAR-INFRARED SPECTROSCOPY 

Determination of End-points for Polymorph Conversions of Crystalline 
Organic Compounds Using On-line Near-infrared Spectroscopy, 549 

Santiagoes for Constructing the Calibration Set in the Determination of 
Active Principles in Pharmaceuticals by Near Infrared Diffuse 
Reflectance Spectrometry, 761 

Application of Near-infrared Reflectance Spectrometry in the Study of 
Atopy. Part 1. Investigation of Skin Spectra, 767 

Near-infrared Reflectance Spectrometry in the Study of Atopy. Part 2. 
Interactions Between the Skin and Polyethylene Glycol 400, Isopropy! 
Myristate and Hydrogel, 771 

Determination of Finishing Oils in Acrylic Fibres by Near-infrared 
Reflectance Spectrometry, 777 

Method of Wavelength Selection for Partial Least Squares, 1531 

NEURAL NETWORKS 

Crown Ether-coated Piezoelectric Crystal Sensor Array for Detection of 
Organic Vapor Mixtures Using Several Chemometric Methods, 587 

Simultaneous Determination of Potassium and Sodium by Optode 
Spectra and an Artificial Neural Network Algorithm, 657 

Cross-validatory Selection of Test and Validation Sets in Multivariate 
Calibration and Neural Networks as Applied to Spectroscopy, 1015 

NEUROTRANSMITTERS 

Overoxidized Poly { pyrrole-co-[3-(pyrrol- 1-yl)-propanesulfonate] }-coated 
Platinum Electrodes for Selective Detection of Catecholamine 
Neurotransmitters, 98 | 

NEUTRON ACTIVATION ANALYSIS 

Determination of Mercury in Coal Using Radiochemical Neutron 
Activation Analysis, 1261 

NICKEL 

Simultaneous Determination of Nickel, Cobalt, Cadmium, Lead and 
Copper by Adsorptive Voltammetry Using 
1-Phenylpropane- | -pentylsulfonylhydrazone-2-oxime as a Chelating 
Agent, 597 

Potentiometric Investigations of Nickel, Iron and Cobalt Interferences in 
the Generation of Selenium Hydride by Sodium Tetrahydroborate(im), 
1559 

NITRATE 

Integrated Automatic Determination of Nitrate, Ammonium and Organic 
Carbon in Soil Samples, 309 

Column Preconcentration Analysis—Spectrophotometric Determination of 
Nitrate and Nitrite by a Diazotization—Coupling Reaction, 1569 

NITRITE 

Column Preconcentration Analysis—Spectrophotometric Determination of 
Nitrate and Nitrite by a Diazotization—Coupling Reaction, 1569 

NITRO PLASTICIZERS 

Trace Determination of Strong Acids in Nitro Plasticizers, 995 

NON-AQUEOUS TITRATION 

Trace Determination of Strong Acids in Nitro Plasticizers, 995 

NORFLOXACIN 

Determination of Norfloxacin in Real Samples by Different 
Spectrofluorimetric Techniques, 705 

NORTESTOSTERONE 

Identification of Endogenous 19-Nortestosterone in Pregnant Ewes by 
Gas Chromatography—Mass Spectrometry, 471 

NUCLEIC ACID 

Application of a Novel Fluorescence Probe in the Determination of 
Nucleic Acids, 937 

OIL 

Monitoring of Engine Oil Degradation by Voltammetric Methods 
Utilizing Disposable Solid Wire Microelectrodes, 593 

Determination of Trace Amounts of Oil in Water by Adsorption 
Filtration. Part 1. Infrared Method, 945 

OPTICAL FIBRE 

Santiagoes for Constructing the Calibration Set in the Determination of 
Active Principles in Pharmaceuticals by Near Infrared Diffuse 
Reflectance Spectrometry, 761 

Capillary Electrophoresis Detector Using a Light Emitting Diode and 
Optical Fibres, 949 

OPTICAL SENSOR 

Optical Chemical Sensors for Pharmaceutical Analysis Using 
| .4-Bis( | .3-benzoxazol-2-yl)benzene as Sensing Material, 69 

Optical Biosensing of Nitrate lons Using a Sol-Gel Immobilized Nitrate 
Reductase, 77 

Optical Sensor for Oxygen Using a Porphyrin-doped Sol-Gel Glass, 81 

Optosensor for Cinchona Alkaloids With C;, Silica Gel as a Substrate, 
283 

Optical Sensor for Gaseous Ammonia With Tuneable Sensitivity, 803 


OPTODE 

Simultaneous Determination of Potassium and Sodium by Optode 
Spectra and an Artificial Neural Network Algorithm, 657 

ORGANIC ACID 

Determination of Acetic and Formic Acid in Lead Corrosion Products by 
lon-exchange Chromatography, 1517 

ORGANIC SOLVENT 

Spectral Properties of a Fluorescent Probe, 
Solvent and Temperature 
Effects, 783 

Fluorescent Organofilms for Oxygen Sensing in Organic Solvents Using 
a Fiber Optic System, 1405 

ORGANOPHOSPHATE 

Fiow-injection Detector Incorporating a Screen-printed Disposable 
Amperometric Biosensor for Monitoring Organophosphate Pesticides, 
1425 


OSCILLATING REACTION 

Application of Oscillating Reaction-based Determinations to the Analysis 
of Real Samples, 287 

OXALATE 

Simultaneous Kinetic Method for the Determination of Vitamin C, 
Citrate and Oxalate Employing the Kalman Filter, 1601 

OXALIC ACID 

Simultaneous Determination of Oxalic and Tartaric Acid With 
Chemiluminescence Detection, 1343 

OXIDATION 

Catalytic Oxidation of Uric Acid at the Polyglycine Chemically Modified 
Electrode and its Trace Determination, 839 

OXYGEN 

Fluorescence-based Thin Plastic Film lon-pair Sensors for Oxygen, 63 

Optical Sensor for Oxygen Using a Porphyrin-doped Sol-Gel Glass, 81 

Oxygen Sensing Based on the Room Temperature Phosphorescence 
Intensity Quenching of Some Lead—8-hydroxyquinoline Complexes, 
807 

Fluorescent Organofilms for Oxygen Sensing in Organic Solvents Using 
a Fiber Optic System, 1405 

OZONE 

Ozone Degradation of Residual Carbon in Biological Samples Using 
Microwave Irradiation, 211 


PALLADIUM 

Assessment of Dowex 1-X8-based Anion-exchange Procedures for the 
Separation and Determination of Ruthenium, Rhodium, Palladium, 
Iridium, Platinum and Gold in Geological Samples by Inductively 
Coupled Plasma Mass Spectrometry, 19 


PARACETAMOL 

Application of Oscillating Reaction-based Determinations to the Analysis 
of Real Samples, 287 

PARALLEL FACTOR ANALYSIS 

Evaluation of Parallel Factor Analysis for the Resolution of Kinetic Data 
by Diode-array High-performance Liquid Chromatography, 871 

PARTIAL LEAST SQUARES 

Simultaneous Determination of the Colorants Sunset Yellow FCF and 
Quinoline Yellow by Solid-phase Spectrophotometry Using Partial 
Least Squares Multivariate Calibration, 351 

Comparison of Chemometric Methods: Derivative Ratio Spectra and 
Multivariate Methods (CLS, PCR and PLS) for the Resolution of 
Ternary Mixtures of the Pesticides Carbofuran Carbaryl and 
Phenamifos After Their Extraction into Chloroform, 513 

Individual Kinetic Determinations Using Partial Least Squares 
Calibration, 519 

Crown Ether-coated Piezoelectric Crystal Sensor Array for Detection of 
Organic Vapor Mixtures Using Several Chemometric Methods, 587 

Calibration of Gas Chromatography—Mass Spectrometry of 
Two-component Mixtures Using Univariate Regression and Two- and 
Three-Way Partial Least Squares, 631 

Simultaneous Spectrophotometric Determination of Calcium and 
Magnesium in Mineral Waters by Means of Multivariate Partial 
Least-squares Regression, 639 

Santiagoes for Constructing the Calibration Set in the Determination of 
Active Principles in Pharmaceuticals by Near Infrared Diffuse 
Reflectance Spectrometry, 761 

Determination of Finishing Oils in Acrylic Fibres by Near-infrared 
Reflectance Spectrometry, 777 

Application of Partial Least Squares Multivariate Calibration to 
Triphenyltin Determination in Sea-water With Excitation—Emission 
Matrix Fluorescence, 1293 

Method of Wavelength Selection for Partial Least Squares, 1531 
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Effect of Sample Volume on Quantitative Analysis by Solid-phase 
Microextraction. Part 1: Theoretical Considerations, 1079 

PATTERN RECOGNITION 

Procedure for the Classification of Fulvic Acids and Similar Substances 
Based on the Variation With pH of Their Synchronous Fluorescence 
Spectra, 1299 
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PENICILLIN ACYLASE 

Modified Fluorimetric Assay for Estimating Ampicilloate Concentrations 
and its Use for Detecting B-Lactamase and Penicillin Acylase Activity 
in Bacteria, 447 

PEROXIDE 

Enzymic Determination of Peroxides in Non-aqueous Media, 1543 

PEROXYACETIC ACID 

Selective Photometric Determination of Peroxycarboxy lic Acids in the 
Presence of Hydrogen Peroxide, 567 

PERSPECTIVE 

Traceability of Chemical Analysis, 197 

PERVAPORATION 

Determination of Trimethylamine in Fish by Pervaporation and 
Photometric Detection, 663 

PESTICIDE 

Effect of Storage on the Recov ery of Different Types of Pesticides Using 
a Solid-phase Extraction Method, 7 

Determination of Organophosphorus Pesticides in Foods Using an 
Accelerated Solvent Extraction System, 217 

Five-way ANOVA Interaction Analysis of the Selective Extraction of 
Carbaryl, Pirimicarb and Aldicarb From Soils by Supercritical Fluid 
Extraction, 303 

Solid-phase Extraction of Phenols and Pesticides in Water With a 
Modified Polymeric Resin, 425 

Evaluation of Hydromatrix and Magnesium Sulfate Drying Agents for 
Supercritical Fluid Extraction of Multiple Pesticides in Produce, 429 

Spectrophotometric Determination of Carbamate Pesticides With 
Diazotized Trimethylaniline in a Micellar Medium of Sodium Dodecyl 
Sulfate, 459 

Enzyme Immunoaffinity Chromatography—A Rapid Semi-quantitative 
Immunoassay Technique for Screening the Presence of Isoproturon in 


Comparison of Chemometric Methods: Derivative Ratio Spectra and 
Multivariate Methods (CLS, PCR and PLS) for the Resolution of 
Ternary Mixtures of the Pesticides Carbofuran Carbary! and 
Phenamifos After Their Extraction into Chloroform, 513 

Determination of Imidacloprid in Vegetable Samples by Gas 
Chromatography ~Mass Spectrometry, 579 


Flow-injection Detector Incorporating a Screen-printed Disposable 
Amperometric Biosensor for Monitoring Organophosphate Pesticides, 


Use of Chemical lonization in Multianalysis Gas and Liquid 
Chromatography Combined With a Single Mass Spectrometer for the 
Ultra-trace Level Determination of Microcontaminants in Aqueous 
Samples, 1497 

PETROLEUM 

Analysis of Metals in Condensates and Naphtha by Inductively Coupled 
Plasma Mass Spectrometry, 1229 

PHARMACEUTICAL 

Simultaneous Determination of Ethinylestradiol and Levonorgestrel in 
Oral Contraceptives by Derivative Spectrophotometry, 41 

Optical Chemical Sensors for Pharmaceutical Analysis Using 
1,4-Bis¢ 1 ,3-benzoxazol-2-yl)benzene as Sensing Material, 69 

pX,, Values of the Opened Form of a Thieno-1,2,4-triazolo- 1,4-diazepine 
in Water, 95 

Chemiluminescence Determination of Tiopronin by Flow Injection 
Analysis Based on Cerium(:v) Oxidation Sensitized by Quinine, 103 

Determination of Lignocaine Hydrochloride by lon-pairing Flow 
Injection With Piezoelectric Detection. 111 

Flow injection Fluorimetric Determination of Ascorbic Acid Based on its 
Photooxidation by Thionine Blue, 115 

High-performance Liquid Chromatographic Determination of Some 
Amino Acids After Deriy alization With 2-Hydroxy- | -naphthaldehyde, 
147 

Direct Determination of Amiloride in Urine Using Isopotential 
Fluorimetry, 247 

Phosphorimetric Determination of Dipyridamole in Pharmaceutical 
Preparations, 253 

Optosensor for Cinchona Alkaloids With C,, Silica Gel as a Substrate, 
283 

Application of Oscillating Reaction-based Determinations to the Analysis 
of Real Samples, 287 

Flow Injection Spectrophotometric Determination of | -Dopa and 
Carbidopa in Pharmaceutical Formulations Using a Crude Extract of 
Sweet Potato Root (/pomoea batatas (L.) Lam ] as Enzymatic Source. 
345 

Multiple Complex Formation of Unstable Compounds with 
Cyclodextrins: Efficient Determination and Evaluation of the Binding 
Constant With Improved Kinetic Studies, 377 

Clean Method for the Simultaneous Determination of Propyphenazone 
and Caffeine in Pharmaceuticals by Flow Injection Fourier Transform 
Infrared Spectrometry, 441 

Potentiometric and Coulometric Titration of 6-Propyl-2-Thiouracil, 49} 
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Phosphorimetric Determination of Indomethacin in Pharmaceutical 
Formulations, 559 

Derivatization of Amphetamine and Methamphetamine With 
| ,2-Naphthoquinone 4-Sulfonic Acid Into Solid-phase Extraction 
Cartridges. Determination of Amphetamine in Pharmaceutical and 
Urine Samples, 673 


termination of Lactic Acid and Poly(lactic acid)s in a Dermatological 


Determination of Disodium Cromoglycate in Human Urine by 
High-performance Liquid Chromatography With Post-column 
Photoirradiation—Fluorescence Detection, 715 

Evaluation of 2-Chrysenyl and |-Pyrenyltartramide Deriv atives as Chiral 
Selectors for Enantiomeric Separation on Porous Graphitic Carbon 
High-performance Liquid Chromatographic Columns, 719 

Santiagoes for Constructing the Calibration Set in the Determination of 
Active Principles in Pharmaceuticals by Near Infrared Diffuse 
Reflectance Spectrometry, 761 

Near-infrared Reflectance Spectrometry in the Study of Atopy. Part 2. 
Interactions Between the Skin and Poly ethylene Glycol 400, Isopropyl 
Myristate and Hydrogel, 77] 

Automated Polarographic Determination of Sulfide as Contaminant in 
Parenteral Amino Acid Solutions, 835 

Cathodic Stripping Voltammetric Determination of Doxazosin in Urine 
and Pharmaceutical Tablets Using Carbon Paste Electrodes, 849 

Sequential Injection Analysis Technique for the Concentration, 
Stoichiometry and Formation Constant Studies of Promethazine 
Hydrochloride Complexed With Palladium(n) in Hydrochloric Acid, 
911 

Determination of the Quatemary Ammonium Compounds Dequalinium 
and Cetylpyridinium Chlorides in Candy-based Lozenges by 
High-performance Liquid Chromatography, 973 

Adsorptive Stripping Voltammetry of Bleomycin, 99| 

Development of a Radioimmunoassay for the Determination of Zolpidem 
in Biological Samples, 1119 

Tutorial Review —Liquid Chromatographic Determination Using 
Lanthanides as Time-Resolved Luminescence Probes for Drugs and 
Xenobiotics: Adv antages and Limitations, SOR 

Tutorial Review, 83R 
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Optimization of a Microway e-assisted Extraction Method for Phenol and 
Methylphenol Isomers in Soil Samples Using a Central Composite 
Design, 133 

Solid-phase Extraction of Phenols and Pesticides in Water With a 
Modified Polymeric Resin, 425 

Use of a Bentonite-modified Carbon Paste Electrode for the 
Determination of Some Phenols in a Flow System by 
Differential-pulse Voltammetry, 601 

PHENYLETHYLAMINE 

Surface-enhanced Raman Scattering Observations on Bipyridine, 
Phthalimide, Phenylethylamine and Theobromine by Using a Fine 
Silver Particle-doped Cellulose Gel Film, 941 

PHOSPHATE 

Modulation of the PH in the Determination of Phosphate with Flow 
Injection and Fourier Transform Infrared Detection, 525 

Simultaneous Determination of Phosphate and Silicate in W aste Water by 
Sequential Injection Analysis, 1033 

PHOSPHORESCENCE 

Phosphorimetric Determination of Dipyridamole in Pharmaceutical 
Preparations, 253 

Phosphorimetric Determination of Indomethacin in Pharmaceutical 
Formulations, 559 

Experimental Studies of the Factors That 
Influence I -Naphthaleneacetamide Determination by Micelle-stabilized 
Room-temperature Phosphorescence, 563 

Oxygen Sensing Based on the Room Temperature Phosphorescence 
Intensity Quenching of Some Lead—8-hydroxyquinoline Complexes, 
807 

Application of Derivative Variable-angle Synchronous Scanning 
Phosphorimetry in a Microemulsion Medium for the Simultaneous 
Determination of 2-Naphthoxyacetic Acid and 1-Naphthalenacetamide. 
925 

PHOSPHORIMETRY 

Phosphorimetric Determination of Dipyridamole in Pharmaceutical 
Preparations, 253 

Phosphorimetric Determination of Indomethacin in Pharmaceutical 
Formulations, 559 

Application of Derivative Variable-angle Synchronous Scanning 
Phosphorimetry in a Microemulsion Medium for the Simultaneous 
Determination of 2-Naphthoxyacetic Acid and 1-Naphthalenacetamide, 
925 

PHOSPHORUS 

Determination of Dissolved Reactive Phosphorus in Estuarine Waters 
Using a Reversed Flow Injection Manifold, 1477 

PHOTO-OXIDATION 

‘low injection Fluorimetric Determination of Ascorbic Acid Based on its 
Photooxidation by Thionine Blue, 115 
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PHOTOMETRY 

Selective Photometric Determination of Peroxycarboxylic Acids in the 
Presence of Hydrogen Peroxide, 567 

PHOTOTHERMAL INTERFERENCE DETECTION 

On-column Indirect Photothermal Interference Detection for Capillary 
Zone Electrophoresis, 1089 

PHTHALIMIDE 

Surface-enhanced Raman Scattering Observations on Bipyridine, 
Phthalimide, Phenylethylamine and Theobromine by Using a Fine 
Silver Particle-doped Cellulose Gel Film, 941 

PIEZOELECTRIC DETECTION 

Determination of Lignocaine Hydrochloride by lon-pairing Flow 
Injection With Piezoelectric Detection, 111 

PIG 

Comparison of Porcine Urine and Bile as Matrices to Screen for the 
Residues of Two Sulfonamides Using a Semi-automated Enzyme 
Immunoassay, 165 
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pX,, Values of the Opened Form of a Thieno-! ,2,4-triazolo- | ,4-diazepine 
in Water, 95 

PLANT MATERIAL 

Sampling and Analytical Quality Control of the Determination of 
Aluminium in Soybean Leaves, 421 

PLASMA 

Biomarkers in Hydrolysed Urine, Plasma and Erythrocytes Among 
Workers Exposed to Thermal Degradation Products From Toluene 
Diisocyanate Foam, 51 

Albumin Adducts in Plasma From Workers Exposed to Toluene 
Diisocyanate, 151 

Bixin and Norbixin in Human Plasma: Determination and Study of the 
Absorption of a Single Dose of Annatto Food Color, 977 

Automated Monosegmented Flow Analyser. Determination of Glucose, 
Creatinine and Urea, 1039 

PLATINUM 

Assessment of Dowex |-X8-based Anion-exchange Procedures for the 
Separation and Determination of Ruthenium, Rhodium, Palladium, 
Iridium, Platinum and Gold in Geological Samples by Inductively 
Coupled Plasma Mass Spectrometry, 19 

Concentration of Platinum(:v) From Acidic Chloride and 
Sulfate—Chloride Aqueous Media With Reversed Micellar Solutions of 
Oxyethylated Surfactant, 227 

Analytical Methods for the Determination of Platinum in Biological and 
Environmental Materials—A Review, 67R 

POLAROGRAPHY 

Automated Polarographic Determination of Sulfide as Contaminant in 
Parenteral Amino Acid Solutions, 835 

Mechanism of Electrochemical Solvent Extraction of Divalent Metal lons 
With Quinolin-8-ol, 1597 

POLY AMINE 

Preparation of a Macrocyclic Polyamine-bonded Column for the 
Electrophoretic Separation of Inorganic and Organic Anions, 1393 

POLYCYCLIC AROMATIC HYDROCARBONS 

Separation of Polycyclic Aromatic Hydrocarbons With Various Ce 
Fullerene Bonded Silica Phases in Microcolumn Liquid 
Chromatography, 787 

Cross-validatory Selection of Test and Validation Sets in Multivariate 
Calibration and Neural Networks as Applied to Spectroscopy, 1015 

Long-term Monitoring of Polycyclic Aromatic Hydrocarbons in Mussels 
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Column Preconcentration Analysis—Spectrophotometric Determination of 
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Dithiocarbamate Loaded Polyurethane Foam as a Preconcentration 
Method for Their Determination in Water Samples by Simultaneous 
Inductively Coupled Plasma Atomic Emission Spectrometry and 
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Determination of Trimethoprim in Tissues Using Liquid 
Chromatography—Thermospray Mass Spectrometry, 1379 

TRIMETHYLAMINE 

Determination of Trimethylamine in Fish by Pervaporation and 
Photometric Detection, 663 
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Quality Management in Drug Analysis, 83R 
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Reagents, 685 
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VEGETABLE 

Determination of Imidacloprid in Vegetable Samples by Gas 
Chromatography—Mass Spectrometry, 579 

VESICULAR SYSTEMS 
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Comparison of Porcine Urine and Bile as Matrices to Screen for the 
Residues of Two Sulfonamides Using a Semi-automated Enzyme 
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Determination of Thyreostats in Thyroid and Urine Using 
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High-performance Liquid Chromatography—Atmospheric Pressure 
Chemical lonisation Mass Spectrometry, 967 

The Effect of Cooking on Veterinary Drug Residues in Food. Part 8. 
Benzylpenicillin, 1095 

Determination of Trimethoprim in Tissues Using Liquid 
Chromatography—Thermospray Mass Spectrometry, 1379 
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Spectrophotometric Determination of Cobalt(u) Using the Chromogenic 
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Surfactant Medium, 263 
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Simultaneous Kinetic Method for the Determination of Vitamin C, 
Citrate and Oxalate Employing the Kalman Filter, 1601 
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Spectrofluorimetric Determination of Vitamin K, by a Solid-phase Zinc 
Reactor Immobilized in a Flow Injection Assembly, 139 

Vitamin K in Milk and Infant Formulas: Determination and Distribution 
of Phylloquinone and Menaquinone-4, 465 
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a Solid-phase Extraction Method, 7 pie 9G 
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Dithiocarbamate Loaded Polyurethane Foam as a Preconcentration 
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Counting for Several High Capacity Cocktails, 383 
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Modified Polymeric Resin, 425 
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Immunoassay Technique for Screening the Presence of Isoproturon in 
Water Samples, 481 

Comparison of Chemometric Methods: Derivative Ratio Spectra and 
Multivariate Methods (CLS, PCR and PLS) for the Resolution of 
Ternary Mixtures of the Pesticides Carbofuran Carbaryl and 
Phenamifos After Their Extraction into Chloroform, 513 

Simultaneous Determination of Nickel, Cobalt, Cadmium, Lead and 
Copper by Adsorptive Voltammetry Using 
|-Phenylpropane- | -pentylsulfonylhydrazone-2-oxime as a Chelating 
Agent, 597 

Simultaneous Spectrophotometric Determination of Calcium and 
Magnesium in Mineral Waters by Means of Multivariate Partial 
Least-squares Regression, 639 
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Electrothermal Atomic Absorption Spectrometry: Determination of 
Cadmium and Lead in Sea-water, 679 

Automated Determination of Sulfide as Hydrogen Sulfide in Waste 
Streams By Gas-phase Molecular Absorption Spectrometry, 689 

Determination of Phenoxy Acid Herbicides From Aqueous Samples by 
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Speciation Analysis of Chromium Using Cryptand Ethers, 899 

Determination of Trace Amounts of Oil in Water by Adsorption 
Filtration. Part 1. Infrared Method, 945 

Simultaneous Determination of Phosphate and Silicate in Waste Water by 
Sequential Injection Analysis, 1033 

Flow Injection Photometric Determination of Zinc and Copper With 
Zincon Based on the Variation of the Stability of the Complexes With 
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Speciation of Selenium and Arsenic Compounds by Capillary 
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Flow and On-line Reduction of Selenium(v:) to Selenium(iv) With 

Hydride Generation Inductively Coupled Plasma Mass Spectrometric 

Detection, 1057 

Mixed Immunosorbent for Selective On-line Trace Enrichment and 
Liquid Chromatography of Phenylurea Herbicides in Environmental 
Waters, 1113 

Optimisation of the Experimental Conditions of a New Method, Based on 
a Quartz Crystal Microbalance, for the Determination of Cyanide, 
1139 

Some Thoughts on Problems Associated With Various Sampling Media 
Used for Environmental Monitoring, 1193 

Influence of Experimental Parameters in Electrothermal Atomic 
Absorption Spectrometry on a Priori Calculated Instrumental 
Detection Limits, 1335 

On-line Trace Level Determination of Polar Organic Microcontaminants 
in Water Using Various Pre-column—Analytical Column Liquid 
Chromatographic Techniques With Ultraviolet Absorbance and Mass 
Spectrometric Detection, 1371 

Optimization of a Flow Injection Differential Potentiometric System 
With Two Identical Electrodes for the Determination of Calcium Ion 
in Water With Improved Sensitivity, 1435 

Aqueous Sample Direct Extraction and Analysis by Membrane 
Extraction With a Sorbent Interface, 1461 

Determination of Dissolved Reactive Phosphorus in Estuarine Waters 
Using a Reversed Flow Injection Manifold, 1477 

Use of Chemical Ionization in Multianalysis Gas and Liquid 
Chromatography Combined With a Single Mass Spectrometer for the 
Ultra-trace Level Determination of Microcontaminants in Aqueous 
Samples, 1497 

Column Preconcentration Analysis—Spectrophotometric Determination of 
Nitrate and Nitrite by a Diazotization—Coupling Reaction, 1569 

WAVELENGTH SELECTION 

Method of Wavelength Selection for Partial Least Squares, 1531 

WINE 

Determination of Lead and Copper in Wine by Anodic Stripping 
Voltammetry With Mercury Microelectrodes: Assessment of the 
Influence of Sample Pretreatment Procedures, | 

Microwave-assisted Extraction of Monoterpenols in Must Samples, 325 
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Determination and Characterisation of Copper, Chromium and Arsenic in 
Chromated Copper Arsenate (CCA) Treated Wood and Its Pyrolysis 
Residues by Inductively Coupled Plasma Mass Spectrometry, 695 


WORKPLACE ENVIRONMENT 

Recovery of Some Common Solvents From an Adhesive Commercial 
Skin Adsorption Pad by Thermal Desorption—-Gas Chromatography, 
793 

WORLD WIDE WEB 

Data Analysis Using the Internet: the World Wide Web Scanning Probe 
Microscopy Data Analysis System, 1001 

X-RAY DIFFRACTION 

Quantitative Analysis of Sulfated Calcium Carbonates Using Raman 
Spectroscopy and X-ray Powder Diffraction, 33 

X-RAY FLUORESCENCE SPECTROMETRY 

Evaluation of Portable X-ray Fluorescence Instrumentation for in situ 
Measurements of Lead on Contaminated Land, 743 

A Brilliant Future for Microanalysis?, 1187 

X-RAY PHOTOELECTRON SPECTROSCOPY 

Characterization of Polymer Films of Pyrrole Derivatives for Chemical 
Sensing by Cyclic Voltammetry, X-ray Photoelectron Spectroscopy 
and Vapour Sorption Studies, 1129 

XENOBIOTICS 

Tutorial Review—Liquid Chromatographic Determination Using 
Lanthanides as Time-Resolved Luminescence Probes for Drugs and 
Xenobiotics: Advantages and Limitations, 59R 

XYLENOL ORANGE 

Use of Metal Ion Indicators to Determine Complex Stability Constants: 
the Method of Competitive Equilibration, 1451 

ZINC 

Determination of Trace Amounts of Zinc in Water Samples by Flow 
Injection Isotope Dilution Inductively Coupled Plasma Mass 
Spectrometry, 233 

Determination of Zinc, Cadmium and Lead in Untreated Sugar Samples 
by Anodic Stripping Voltammetry, 727 

Flow Injection Photometric Determination of Zinc and Copper With 
Zincon Based on the Variation of the Stability of the Complexes With 
pH, 1045 

Use of Metal lon Indicators to Determine Complex Stability Constants: 
the Method of Competitive Equilibration, 1451 

ZIRCON 

Single Zircon Evaporation Thermal lonisation Mass Spectrometry: 
Method and Procedures, 1239 

ZOLPIDEM 

Development of a Radioimmunoassay for the Determination of Zolpidem 
in Biological Samples, 1119 


pire 
+. 
he 
2, 
ny 
q 
= 
ere 
am 
a 
= 


ANALYST BOOK REVIEW INDEX VOL. 122 (1997) 27 


BOOK REVIEWS, 1997 


Abuelafiya, R. R. see Pesek, J. J., Matyska, M. T. and Abuelafiya, 
R.R. 
Adamovics, J. A. Chromatographic Analysis of Pharmaceuticals. 
“4 Second Edition Revised and Expanded, 6N 
“pear Adams, M. J. Chemometrics in Analytical Spectroscopy, 36N 
Weg. Andrews, D. L. Lasers in Chemistry. Third Edition, 3N 
coy AOAC Official Methods of Analysis. 16th Edition, 3N 
Ash, I. see Ash, M. and Ash, I. 
Ash, M. and Ash, I. The Index of Antimicrobials, 87N 
Baker, D. T. Capillary Electrophoresis, 7N 
Baltes, H., Gopel, W. and Hesse, J. Sensors Update. Volume 1, 7N 
Barth, H. G. see Provder, T., Barth, H. G. and Urban, M. W. 
Beier, R. C. and Stanker, L. H. Immunoassays for Residue Analysis. 
Food Safety, 88N 
Berger, S. see Braun, S., Kalinowski, H. and Berger, S. 
Berman, E. The Laboratory Practice of Clinical Toxicology, 17N 
Bialkowski, S. E. Photothermal Spectroscopy Methods for Chemical 
Analysis, 33N 
Bickerstaff, G. F. Immobilisation of Enzymes and Cells, 102N 
Bockris, J. O., Conway, B. E. and White, R. E. Modern Aspects of 
Electrochemistry No. 29, 66N 
Braun, S., Kalinowski, H. and Berger, S. 100 and More Basic NMR 
ae Experiments. A Practical Course, 69N 
oF Brown, S. D. Computer Assisted Analytical Spectroscopy, 85N 
Butler, B. P., Cox, M. G., Ellison, S. L. R. and Hardcastle, W. A. 
‘<a Statistical Software Qualification. Reference Data Sets, 154N 
“kee Butterfield, D. A. Biofunctional Membranes, 70N 
Caroli, S. Element Speciation in Bioinorganic Chemistry, 6N 
Chapman, J. R. Protein and Peptide Analysis by Mass 
Spectrometry, 33N 
Charette, J. see De Hoffmann, E., Charette, J. and Stroobant, V. 
Cognitive Solutions Ltd. Mass Spectrometry Softbook, 85N 
Cohen, A. S., Terabe, S. and Deyl, Z. Capillary Electrophoretic 
eee Separations of Drugs, 67N 
see Conway, B. E. see Bockris, J. O., Conway, B. E. and White, R. E. 
ay Conway, W. D. see Ito, Y. and Conway, W. D. 
Corns, W. T. see Stockwell, P. B. and Corns, W. T. 
Cox, M. G. see Butler, B. P., Cox, M. G., Ellison, S. L. R. and 
Hardcastle, W. A. 
Crompton, T. R. Analysis of Solids in Natural Waters, 17N 
Crompton, T. R. Determination of Anions. A Guide for the 
Analytical Chemist, 20N 
aa Dart, R. K. Microbiology for the Analytical Chemist, 49N 
es De Hoffman, E., Charette, J. and Stroobant, V. Mass Spectrometry, 
Principles and Applications, 3N 


ape De Levie, R. Principles of Qualitative Chemical Analysis, 91N 

“3 De Mora, S. J. see Harrison, R. M. and De Mora, S. J. 

ie Dean, J. R. Atomic Absorption and Plasma Spectroscopy. Second 
Bex Edition, 152N 


Demtroder, W. Laser Spectroscopy. Basic Concepts and 
Instrumentation. Second Enlarged Edition, 101N 
; Denton, M. B., Fields, R. E. and Hanley, Q. S. Recent 
J Developments in Scientific Optical Imaging, 115N 
a Deshpande, S. S. Enzyme Immunoassays From Concept To Product 
Development, 85N 
Deyl, Z. see Cohen, A. S., Terabe, S. and Deyl, Z. 
*s a Dolan, J. E. and Langer, S. S. Explosives in the Service of Man. 
Ca The Nobel Heritage, 153N 


Dulski, T. R. A Manual for the Chemical Analysis of Metals, 153N 

Einax, J., Zwanziger, H. W. and Geib, S. Chemometrics in 
Environmental Analysis, 151N 

Ellison, S. L. R. see Butler, B. P., Cox, M. G., Ellison, S. L. R. and 
Hardcastle, W. A. 

Enne, G., Kuiper, H. A. and Valentini, A. Residues of Veterinary 
Drugs and Mycotoxins in Animal Products. New Methods for Risk 
Assessment and Quality Control, 89N 

Fields, R. E. see Denton, M. B., Fields, R. E. and Hanley, Q. S. 

Fifield, F. W. and Haines, P. J. Environmental Analytical 
Chemistry, 20N 


Flammersheim, H. see Hohne, G., Hemminger, W. and 
Flammersheim, H. 

Fowlis, I. A. Gas Chromatography. Second Edition, 49N 

Fried, B. see Sherma, J. and Fried, B. 

Gasparic, J. see Nemcova, L., Ludmila, C. and Gasparic, J. 

Geib, S. see Einax, J., Zwanziger, H. W. and Geib, S. 

Gerlach, C. L. see Van Emon, J. M., Gerlach, C. L. and Johnson, 

Glajch, J. L. see Snyder, L. R., Kirkland, J. J. and Glajch, J. L. 

Gohshi, Y. see Saisho, H. and Gohshi, Y. 

Gopel, W. see Baltes, H., Gopel, W. and Hesse, J. 

Gunzler, H. Accreditation and Quality Assurance in Analytical 
Chemistry, 33N 

Haines, P. J. see Fifield, F. W. and Haines, P. J. 

Hanai, T. and Hatano, H. Advances in Liquid Chromatography. 35 
Years of Liquid Chromatography in Japan, 34N 

Hanley, Q. S. see Denton, M. B., Fields, R. E. and Hanley, Q. S. 

Hardcastle, W. A. see Butler, B. P., Cox, M. G., Ellision, S. L. R. 
and Hardcastle, W. A. 

Harris, D. C. Exploring Chemical Analysis, 139N 

Harrison, R. M. and De Mora, S. J. Introductory Chemistry for the 
Environmental Sciences, 7N 

Hatand, H. see Hanai, T. and Hatano, H. 

Hemminger, W. see Hohne, G., Hemminger, W. and 
Flammersheim, H. 

Henke, H. Preparative Gel Chromatography on Sephadex LH-20, 
20N 

Heron, C. see Pollard, A. M. and Heron, C. 

Hesse, J. see Baltes, H., Gopel, W. and Hesse, J. 

Hohne, G., Hemminger, W. and Fl»inmersheim, H. Differential 
Scanning Calorimetry. An Introduction for Practitioners, 19N 

Huber, L. Validation of Computerized Analytical Systems, 90N 

Hummel, D. O. Analysis of Surfactants. Atlas of FTIR-Spectra with 
Interpretations, 102N 

Hurst, W. J. Automation in the Laboratory, 22N 

Ito, Y. and Conway, W. D. High-speed Countercurrent 
Chromatography, 89N 

Jenkins, R. and Snyder, R. L. Introduction to X-ray Powder 
Diffractometry, 86N 

Johnson, J. C. see Van Emon, J. M., Gerlach, C. L. and Johnson, 

Johnstone, R. A. W. and Rose, M. E. Mass Spectrometry for 
Chemists and Biochemists. Second Edition, 66N 

Kalinowski, H. see Braun, S., Kalinowski, H. and Berger, S. 

Katz, E. D. see Scott, R. P. W., Simpson, C. F. and Katz, E. D. 

Kirkland, J. J. see Snyder, L. R., Kirkland, J. J. and Giajch, J. L. 

Klockenkamper, R. Total-Reflection X-ray Fluorescence Analysis, 
140N 

Kuiper, H. A. see Enne, G., Kuiper, H. A. and Valentini, A. 

Kyle, B. Successful Industrial Experimentation, 22N 

Langer, S. S. see Dolan, J. E. and Langer, S. S. 

Linden, S. Analytical Techniques for Food and Agricultural 
Products, 88N 

Lobinski, R. and Marczenko, Z. Spectrochemical Trace Analysis for 
Metals and Metaloids, 91N 

Ludmila, C. see Nemcova, I., Ludmila, C. and Gasparic, J. 

Mackay, G. see Prichard, E., Mackay, G. and Points, J. 

Marczenko, Z. see Lobinski, R. and Marczenko, Z. 

Matyska, M. T. see Pesek, J. J.. Matyska, M. T. and Abuelafiya, 
R.R. 

Meyer, M. T. and Thurman, E. M. Herbicide Metabolites in Surface 
Water and Groundwater, 5N 

Nemcova, I., Ludmila, C. and Gasparic, J. Spectrophotometric 
Reactions, 49N 

Pelizzetti, E. see Pramauro, E. and Pelizzetti, E. 

Pesek, J. J., Matyska, M. T. and Abuelafiya, R. R. Chemically 
Modified Surfaces: Recent Developments, 68N 

Points, J. see Prichard, E., Mackay, G. and Points, J. 

Pollard, A. M. and Heron, C. Archaeological Chemistry, 91N 


= 
x ; 
| 
| 
| 
| 
q 
| 
| 
4 
wwe 
aa. 
ax 
4 
5 


28 ANALYST BOOK REVIEW INDEX VOL. 122 (1997) 


Pramauro, E. and Pelizzetti, E. Surfactants in Analytical Chemistry. 
Applications of Organized Amphiphilic Media, 101N 

Prichard, E., Mackay, G. and Points, J. Trace Analysis: A 
Structured Approach to Obtaining Reliable Results, 5N 

Provder, T., Barth, H. G. and Urban, M. W. Chromatographic 
Characterization of Polymers. Hyphenated and Multidimensional 
Techniques, 21N 

Ramasany, M. Treatise and Manual of Food Analysis, 69N 

Reed, S. J. B. Electron Microprobe Analysis and Scanning Electron 
Microscopy in Geology, 18N 

Reynolds, J. E. F. Martindale. The Extra Pharmacopoeia. 
Thirty-first Edition, 139N 

Riley, C. M. and Rosansker, T. W. Development and Validation of 
Analytical Methods, 51N 

Rosansker, T. W. see Riley, C. M. and Rosansker, T. W. 

Rose, M. E. see Johnstone, R. A. W. and Rose, M. E. 

Ruthven, D. M. Encyclopedia of Separation Technology, 4N 

Rutledge, D. N. Signal Treatment and Signal Analysis in NMR, 5ON 

Sadek, P. C. The HPLC Solvent Guide, 102N 

Saisho, H. and Gohshi, Y. Applications of Synchrotron Radiation to 
Materials Analysis, 69N 

Scott, R. P. W. Chromatographic Detectors. Design, Function, and 
Operation, 35N 

Scott, R. P. W., Simpson, C. F. and Katz, E. D. Tandem 
Techniques, 2N 

Sherma, J. and Fried, B. Handbook of Thin-Layer Chromatography. 
Second Edition, Revised and Expanded, 4N 

Simpson, C. F. see Scott, R. P. W., Simpson, C. F. and Katz, E. D. 

Slack, P. T. Analytical Methods Manual. Third Edition, 18N 

Smith, F. Analytical Chemistry of Complex Matrices, 20N 

Smyth, W. F. Analytical Chemistry of Complex Matrices, 65N 

Snyder, A. P. Biochemical and Biotechnological Applications of 
Electrospray lonization Mass Spectrometry, 34N 

Snyder, L. R., Kirkland, J. J. and Glajch, J. L. Practical HPLC 
Method Development. Second Edition 

Snyder, R. L. see Jenkins, R. and Snyder, R. L. 


Stanker, L. H. see Beier, R. C. and Stanker, L. H. 

Stockwell, P. B. and Corns, W. T. Automatic Chemical Analysis, 
67N 

Stoeppler, M. Sampling and Sample Preparation. Practical Guide for 
Analytical Chemists, 2N 

Stroobant, V. see De Hoffmann, E., Charette, J. and Stroobant, V. 

Subramanian, G. Quality Assurance in Environmental Monitoring. 
Instrumental Methods, 6N 

Suetaka, W. Surface Infrared and Raman Spectroscopy. Methods 
and Applications, 65N 

Swadesh, J. K. HPLC: Practical and Industrial Applications, 
152N 

Terabe, S. see Cohen, A. S., Terabe, S. and Deyl, Z. 

Thomson, R. H. Naturally Occurring Quinones IV. Recent 
Advances, 87N 

Thurman, E. M. see Meyer, M. T. and Thurman, E. M. 

Travis, J. C. and Turk, G. C. Laser-Enhanced Ionization 
Spectrometry, 3N 

Tremillon, B. Reactions in Solutions. An Applied Analytical 
Approach, IN 

Tsalev, D. L. Atomic Absorption Spectrometry in Occupational and 
Environmental Health Practice, 35N 

Turk, G. C. see Travis, J. C. and Turk, G. C. 

Urban, M. W. see Provder, T., Barth, H. G. and Urban, M. W. 

Valentini, A. see Enne, G., Kuiper, H. A. and Valentini, A. 

Van den Ven, F. J. M. Multidimensional NMR in Liquids. Basic 
Principles and Experimental Methods, 18N 

Van Emon, J. M., Gerlach, C. L. and Johnson, J. C. Environmental 
Immunochemical Methods. Perspectives & Applications, 141N 

Vanysek, P. Modern Techniques in Electroanalysis, 115N 

Wang, Z. L. Reflection Electron Microscopy & Spectroscopy for 
Surface Analysis, 52N 

Watt, I. M. The Principles and Practice of Electron Microscopy. 
Second Edition, 140N 

White, R. E. see Bockris, J. O., Conway, B. E. and White, R. E. 

Zwanziger, H. W. see Einax, J., Zwanziger, H. W. and Geib, S. 


| 
| 
= 
4 
= 
| 
| 
= 
q 
if 
: 
| 
| 
: 
= 
: 
- 
“Be 
‘ 
ae 
dg 
4 
3 
— : 
rig 
: 
i 
| 
3 


